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CPU Usage 
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"Daily" Graph (5 Minute Average) 

1002 
752 
502 
252 
02 

0 2 4 6 8 10 12 14 16 18 20 22 0 2 4 6 


Max: 0%; Average: 0%; Current: 0%; 


"Weekly" Graph (30 Minute Average) 
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"Monthly" Graph (2 Hour Average) 
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"Yearly" Graph (1 Day Average) 
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